SIR GEORGE WILLIAMS UNIVERSITY 


1435 DRUMMOND ST., MONTREAL 25 
TELEPHONE 879-2863 


November 30, 1966. 
FOR IMMEDIATE RELEASE 


C.F. CARSLEY VICE-CHAIRMAN S.G.W.U. BOARD OF GOVERNORS 


Fraser F. Fulton, Chancellor and Chairman of the Board of 
Governors of Sir George Williams University, announces the 
appointment of C.F. Carsley, President of The Lion Vinegar 
Company and Canada Vinegars Limited, as Vice-Chairman of 

the Board of Governors. Mr. Carsley replaces Mr. F.N. Dundas, 
who has resigned. 


Mr. Carsley has been an active member of the Board since his 
nomination three years ago. He is Vice-Chairman of the 
Planning Committee, a member of the Physical Facilities 
Committee and the Nominating Committee on Honorary Degrees, 
and Board representative to the University Council on Student 


Life. 


A Director of several firms, Mr. Carsley is Governor, as well, 
of the Montreal General Hospital, United Red Feather Services, 
and the Montreal Children's Hospital. 


From the Office of: Malcolm Stone, 
Information Officer. 


